Message 


From: 

Sent: 

To: 

Subject: 

Attachments: 


Lobik Stephen [slobik@facil.umass.edu] 

12/29/2010 7:38:35 PM 

Hanchett, James (DPH) [James.Hanchett@state.ma.us] 

FW: Estimate from Lexington Group, Inc. 

UMass Morrill 2 Evidence Lab, Small Storage Rm, Top View 12-27-10.jpg; 
Est_15004_from__Lexington_Group_inc._896.pdf 


Jim, 

Attached is a plan of your new evidence storage room. The shelving 
shown is what I just placed an order for. We will have to use some of 
the larger shelves in the meantime. 


Stephen 


Stephen Lobik 

Capital Project Manager 

Faci1ities & Campus Pianning Divisi on 

University of Massachusetts 

(T) 413-545-6516 

(C) BWHI 

(F) 413-545-3684 
si obik@faci 1 .umass.edu 

--Original Message--- 

From: Eric [mai1 to:eric@lexingtongroupi nc.com] 

Sent: Monday, December 27, 2010 5:03 PM 
To: Lobik Stephen 

Subject: Estimate from Lexington Group, Inc. 

«Est_15004_from_Lexi ngton_Group_Inc.„_896. pdf» 

Stephen, 

Pi ease find the attached quote and floor j-peg of the Smal1 Storage Room 
for the Jim and Sharon. The "small circle" is a round column or pipe in 
the rear right-hand corner of the room. Please review and contact me if 
you have any questions. 

Thank you for this opportunity to serve you. 

Warm regards, - Eric 


Folk OIG PRR 095769 





